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SUBJECT 2 Aceeptance of E Rack Read OGt Equipments 


cease This Steff has examined the frequency Indicator (E Rack) 
readout equipment for System III and recommends acceptence of this 
equipment for project use. 


2. The following caveats should be observed in comection 
with the E Rack: 


* ETI mst be properly ted in the field 
casacaine rio procedures vorte ott oy AMIR! 2-1 In 25X1A 
partienlar, it is essentiel that the re pe not be 
soturated by the pulses of System ITT. 


>. The E Rack must be carefully adjusted for each Individual 
tape channel. one ee ee ea 
meke adjustments as signal levels change or occasions] faise 
pulses are put out by TIT itself. 


3. Attached is s memorandum regarding technical operation of 


the rack. 
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SUSJECT: Check Out of E Rack (Serial $3) 


i. The rack wes assembled at Sartan Hell. Prelisinary 
investigation showed the 5 MA in the -100 volt regulated supply 
bared nag gop ang ne ene regulated supply was reading 75 

ts ‘ latter trouble was cured replacing a defe 
6760T series regulator tube, 7 sophie 


3. Setting of the rack was quite critical, but instructions on 
the front panel proved helpful. False pulses from the tape occasionally 
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